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B.. C1) 713 CYCLES USED THROUGH REV 9 Ag, 
(2) 350 CYCLES USED THROUGH REV 9 AE, 
(3) Nve 
C. CAMERA SYSTEM STATUS 4S FOLLOWS BASED ON REV 9 4F DaTa, 
(1) SLavE CAMERA (NO. 2) IS NO LONGER PaSsING FILM. 
CAMERAS IS CYCLING BUT WETERING ROLLERS, SHUTTER aND 
CASSETTE PCT READINGS INDICATE NO FIL™ MOVEMENT 4FTER 
APORCXIMATELY 35¢ CYCLES. 
(2) MASTER CAMER& OPERATION IS NORMAL. © 
CS) S/T UNIT OPEEATION IS NORMAL, 
(4) CLOCK IS WORKING, . MOR tance 
(5) ALL AVAILABLE DaT@ INDICATES CAMERA DOORS HAVE NOT ~~ 
EJECTED CINCLUDES Tv POINTS GN MaqN C4MER& DOORS, FAILURE 





TO OBSERVE INDICATION OF LIGHT ON LIGHT SENSITIVE’ MONITOR’: © 7 2 - SBR 
BEHIND THE LENS OF INDEX CAMERA, FAILURE TO OBSERVE VEHICLE 
OR CURRENT PERTEBATION pyR we PERIOD OF FIRING OF CAMERA poor 
PYPCS). 

VEHICLE CONDITION Was NOPwaL pry 9. 

OTE: NUMEER 2 CAYERA WILL EZ PLACED I” OFF FoDE To PREVENT 
FUSTHED DeMacr Tg syztep, 
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